This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result >n an order to c ease and desist and t o be subject to penalties as provided fry < n Section 21 : 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


NOV 1 2 2004 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 32-R-0002 

CUSTOMER NUMBER: 799 


Indiana University At Bloomington 
819 N. Forrest Avenue 
Bloomington, IN 47408 

Telephone: (612) -055-2356 




Interagency Report Contri 


FORM APPROVED 
0MB NO. 0579-0036 


X REPORTING FACILITY ( List all locsllont why «mm«H wn houMd or u»«din sctml rwwch, 


FACILITY LOCATIONS ( Site* ) - See Atached Listing 


[report of ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I AtMch «ddWonrt »h— tm If tt"Y pr utt APHIS Form 7033A > 


A 

Animats Covered 

By The Animal 
Waffara Regulations 

B« Number of animat 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery Put not y* 
used for such 
purpose*. 

C, Number of 
cnim^ls upon 
vrivlch teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pein, 

| distress, or use a 

pain-relieving 
drugs 

D* Number of animals upon 
which experiments, 
leaching, research, 
surgery, or teats were 
conducted Involving 
accompanying pain or 
distress lo the animats an 
for which appropriate 
anetthetic, analgesic, or 
tranquUlztag drugs were 
used. 

E. Number of animals upon which leaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals sod lor wh 
the use of appropriate anesthetic, analgesic, or tranquil jz 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, experiment*, 
surgery, or teste. ( An explanation of the procedures 
producing pein or distress In these animals and the re*s< 
such drugs were not used must be attached to this repon 

F. 

TOTAL NUMBEI 
OF ANIMALS 

( COLUMNS 
C + D + E 1 

4 Dogs 






5 Cats 




-■ — — — — 


6 Guinea Pigs 

8 


55 


55 

7 Hamsters 

413 

716 

135 


851 

8. Rabbits 

30 


76 

r * 

i 

i 

76 

3 Morvhuman Primates 

78 


16 

— - — 1 ■ l 

16 

10. Sheep 


1 

1 



1 1 Pigs 






12 Other Farm Animats 







1 

- — 





13. Other Animals 






Egs ’ pt 5f!ny Mice 

32 




0 

Mexican 






Free Tail Bats 

3 


20 


J zn 


ASSURANCE STATEMENTS 


' 1 Professionally acceptable standard* governing the care, treatment, and use of animals. Including appropriate use of anastatic, analgesic, and tranquillzlng drugs, prior to. during, and following actual reu 
teaching testing, surgery, or experimentation were followed by thie research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This feoiity i$ adhenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
institutional Animal Cars and Usa Committee <IACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the tACUC-epproved exceptions. fhjs summary m< 
bnef explanation of the exceptions, as weft as the species and number of animate affected 


4 ) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animat care and use 

CERTIFICATION 8Y HEADQUARTERS RESEARCH FACILITY OFFICIAL - ^ - - 

( Chief Executive Officer or Legally Responsible Institution*! Official ) { 


NAME & TITLE OF C.tO. OR 1 NSTlTl/T lONAJ occipjai 


htch is obsolete ) 


/ or Print) 











This report is required by law (7 USC 2143), Failure lo report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


Interagency Report Control No 
0180-DOA-AN 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
32-R-0007 


CUSTOMER NO. 
779 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

PURDUE UNIVERSITY 

1071 VETERINARY ANIMAL HOLDING FACILITY-1 
WEST LAFAYETTE, IN 47907 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) ^ 


FACILITY LOCATIONS($rfe$J 


ALL CAMPUS SITES 

WEST LAFAYETTE, IN 47906-6208 


fU-PU FT. WAYNE 
FORT WAYNE, IN 46805 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RE8EARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 

i 4. Dogs 


12 

186 


198 

5. Cats 


35 

48 


83 

6. Guinea Pigs 


51 

281 


332 

7. Hamsters 


6 

272 


278 

8. Rabbits 


11 

27 


38 

9. Non-Human Primates 






10. Sheep 


4 

65 


69 

11. Pigs 

73 

25 

146 

i 

171 

1 2. Other Farm Animals 






Goats 


2 

1 


3 

1 3. Other Animals 


i 




Deer Mice 


3 



3 

Voles 


4 



4 

Bats 


33 i 


i 

33 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 


4 ) 


The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that die above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME S TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 

11/27/2004 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 





















































This report is required by law (7 USC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150, 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

32-R-0007 


CUSTOMER NO. 

779 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO, 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY {Name and Address , as registered with USOA, 
include Zip Code ) 

PURDUE UNIVERSITY 

1071 VETERINARY ANIMAL HOLDING FACILITY-1 
WEST LAFAYETTE, IN 47907 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

3 

11 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 



A. B. Number of 

animals being 

Animals Covered bred, 

By The Animal conditioned, or 

Welfare Regulations held for use in 

teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Cows 


Llamas 


Horses 


Deer 


Cottontail Rabbits 


Chipmunks 


Squirrels 


Mink 


Kangaroo Rats 


White Footed Mice 


Meadow Jumping Mice 


Weasels 


Shrews 


Gerbils 


Hedgehogs 


Racoons 


Opossums 


Skunks 


Woodchucks 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



DATE SIGNED 


APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which It obsolete 


1 1/27/2004 


PART 1 - HEADQUARTERS 







































































See attached form for 
additional information. 


Interagency Report Control No' 


OCT 042004 

This repo is required by law (7 USC 2143}. Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 



UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 32-R-0009 

CUSTOMER NUMBER: 702 

FORM APPROVED 

OM8 NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Methodist Research Institute/Clarian Health 

1-65 @ 21st Street 

P.O. Box 1367 

Indianapolis, IN 46202 


Telephone: (317) -962-8558 


|3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) \ 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this repori 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs | 

l 


77 


77 

5. Cats 

4 


17 


17 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



15 


15 

9, Non-human Primates 






10. "Sheep 






It. Pigs 

2 


122 


122 

1 2. Other Farm Animals 












13. Other Animals 
























| ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered attematives to painful procedures. 


3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (1ACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the fACUC-app roved exceptions, this summary in< 
brief explanation of the exceptions, as wei) as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

glQMATTl IOC nc /-'CO AO IMCtTlTl ITlAMAl ACClAlAI 

kiamp x Tin p rv — iw<:Tm rrmwAi nrpiriAi / T>,no nr Onni ) 

DATE SIGNED 

I© |*H 


APH 


* 


V/i \IVI 


vw 


^ l V 1 VI WB I v 


i vu/, which is obsolete,} 


(AUG 91 ) 




































'hi. - 9.-000 


Customer ID and Site Address: 

ID: 782 

Research and Animal Housing: 

Methodi st Research Institute T elephone (317)962-8558 

1812 N. Capitol Ave. 

Indianapolis, IN 46202 
County: Marion 

Research: 

Krannert Institute of Cardiology 
1801 N. Capitol Ave. 

Indianapolis, IN 46202 
County: Marion 






This report is required by law <7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

32-R-0010 781 

FORM APPROVED 

OM8 NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
Include Zip Code) 

BUTLER UNIVERSITY 

4600 SUNSET AVENUE 

INDIANAPOLIS, IN 46208 

I 3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
| sheets if necessary,) 


FACILITY LOCATIONS/atesJ 


ALL CAMPUS SITES 
INDIANAPOLIS, IN 46206 


REPORT OF ANIMALS USED BY C 

JR UNDER CONTROL O 

F RESEARCH FACILITY 

{Attach additional sheets H necessary or use APHIS FORM 7023A ) j 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

8. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying peln or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizlng drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

O + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 























„ 

| ASSURANCE STATEMENTS "~j 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizrng drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhehng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to (Ms annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as weti as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

| SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/16/2004 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 10-23 (Oct 86), which is obsolete 


PART 1 - HEADQUARTERS 


















This report is required by law (? USC 21 43} Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided lor in Section 2150 


Set reverse side for 
additional i reformation 


interagency Report 
0180-DOA-/ 


y Report 
AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PR/NT} 


1. REGISTRATION NO. 



FORM APPROVED 
OMB NO, 0579-0036 


2* HEADQUARTERS RESEARCH FACILITY (Nam* and Address, m registered With US DA 
include Zip Code) 


Ball State University 

Academic Research and Sponsored Programs 
2000 University Ave. 

Muncie, IN 47306 765.285.1600 


3. REPORTING FACILITY (List all locations where enimals were housed or used in actual research, testing, leeching, or experimentation, or held for these purposes. Attach addition*; 
sheets It necessary/) 


F ACi UTY LOCATIONS (Sites) 


Ball Memorial Hospital - IU Center for Medical Education 

continued - Maria Bingham Hall 

. _ . 



REPORT of animals used BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 


A. 

Animals Covered 

Gy The Antma 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned . or 
held for use in 
teaching, tearing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purport* 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
teats were 
conducted 
involving no 
pain, distress. o> 
use of patn- 
relieving drugs. 

D. Number of animate upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 

and for which appropriate 
anesthetic, analgesic, or 
tranquilixlng drugs were 
used 

E, Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accompanying pain ot distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or trariqulllzlng drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. ifl,n explanation of 
the procedures producing pain or distress in those 
animats end the reasons such drugs were not used 
must he attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cota. C -»> 

D + E) 

4. Dogs 






I 

Imi 

5. Cats 

mmm 





i 

■nil 

6. Guinea Pigs 






nran 

7. Hamsters 




— — 



mmi 

8. Rabbits 

1 

1 


■■■■■■■■■■ 



1 

9. Norv-human Primates 



* 

■■■■■■■■■■■ 



0 

10. Sheep 






m| 

11., Pigs 







mm\ 

12. Other Farm Animals 

■■ 


i _ 




ml 







1 3 Other Animats 






n i 

1 

L _l 

t — 


1 

| 

■OBI 



i 



] 

| 

oy 



■■ 



1 

1 

omi 


c 


1) PfCrfessionaHy acceptable atandards governing the cars, treatment, and use of animals including appropriate use of anesthetic, analgesic, end tranquiltamg drugs prior to durtna 

end following actual research, teaching, testing, surgery, or experimentation were toil owed by this research facility w 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the institutional Animal Care and Use committee (IACUC). A summary of alt such exception# la attached to this annual report, tn 
addition to identifying the JACUC- approved exceptions, this summary includes a brief explanation ot the exceptions, as wall as the species and number of animals affected. 

4) T r“r ndi r 0 . V ^ te Hr Hr,ar,,0r thla r **** reh facilit 7 has appropriate authority to ensure the provision of adequate veterinary care and to overacts the adequacy of other aspects of 

animai cara dnd ^ K 


SIGN 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above ft true, correct, and complete (7 U.S.C. Section 2143). 

. 

NAME & TITLE OF CEO OR INSTITUTIONAL OFFICIAL f Type or Print ) 


APH iw i vniyi f uco 

(AUG 91) 


(Replace* VS FORM 18-23 (OCT 8S> which i» ob 



f 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalt ies as provided for in Section 21 ! 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 32-R-0012 
CUSTOMER NUMBER: 79Q 


Interagency Report Control 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Indiana University Kokomo 
2300 S. Washington Street ,, 

P. O. Box 9003 Oi 1 i ) a pfj/ji 

Kokomo, IN 46904 " 


Telephone: (765) -455-9371 


3, REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if 


■ y f 


FACILITY LOCATIONS (Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, lasting, 
experiments, 
research, or 
surgery but not y* 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

P 

0 i 

0 



a) 

5. Cats 

6 

V 

0 

0 

a> 

6. Guinea Pigs 

& 

P 

0 

cy 

a 

7. Hamsters 

6 

- > 

0 


0 

8, Rabbits 

3 

' 0 

0 


(0 

9. Non-human Primates 

0 

P 

0 

<y 

0 

10. Sheep 

& 


(0 


(0 

11. Pigs 

o 

~Q 

r 0 

0 

0 

1 2. Other Farm Animals 

■ b 

k) 

0 

0 

(J 







1 3. Other Animals 

0 

0 

0 

0 

0 


i 




l 





r~ 

i 

■ 





L 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, Including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 1 

( Chief Executive Officer or Legally Responsible Institutional Official ) 1 

^IGNATUREOF " — 

NAME & titi p r^c r cn no uucYiTMTiniuAi /->rc:iniAi / ) 

DATE SIGNED 

/o/i/oj 


APHIS FORM 70 . solete.) 


{ AUG 91 ) 


































This report is required by law (7 USC 2143). Failure to report according to the regulations can NOV 2 3 2004 See attached form for 

result in^n order to cease and desist and to be subject to penalties as provided for in Section 21 J additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1* CERTIFICATE NUMBER: 32-R-0015 
CUSTOMER NUMBER: 788 


?epirt Contro 


Interagency Repfrt Control No 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

for rfcp c& Ot totes' 4.,^ 00 £ fo 

SfyteMfa 3«b ZCCH 


Indiana Univ -Purdue Univ-lndianapolis 
School Of Science, 402 N Blackford St, Ld222 
Indianapolis, IN 46202 

Telephone: (317) -274-0625 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these pulses. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached 


Listing Depart /* p /&»Wojy 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A > 



Animals Covered 
By The Antmat 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the rees( 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 



1 } Professionally acceptable standards governing the care, treatment, and use of animais, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (1ACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



SIGNA~ “ 




APHIS FORM 7023 
( AUG 91 ) 


MCIAL 


(Replaces VS FORM 1 8-23 (OCT 88), which Is obsolete.) 


I NAME A TITLE OF C E O OR INSTITUTIONAL OFFICIAL / Type or Print ) 


DATE SIGNED 



















This report Is required by law (7 USC 21 43). Failure to report according to the regulations can 
resul t In an order to cease and desist and to be subject to penalties as provided for i n Section 21! 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


NOV 1 2 200V 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


See attached form for 
additional information. 


Interagency Report Control 


1. CERTIFICATE NUMBER: 32-R-0016 

CUSTOMER NUMBER; JJQ 

l~~[ 

FORM APPROVED* 

OMB NO. 0579-0036 

University Of Notre Dame 

Graduate Studies & Research 


511 Main Building 

Notre Dame, IN 4booo 


Telephone: (574) -631-6085 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets H necessary or use APHIS Form 7023A ) 


A, 

Animals Covered 

By The Animal 
Welfare Regulations 

1 

B. Number of animal 
being bred, 
conditioned, or i 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquliiztng drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquil!* 
drugs would have adversely affected the procedures, res 
or Interpretation of the leeching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reaw 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

34 

0 

34 

7. Hamsters 

0 

26 

0 i 

0 

26 

8. Rabbits 

0 

0 

31 

0 

31 

9. Non-human Primates 

0 

1 

2 

0 

3 

10. Sheep 

! 0 

0 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

1 2. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 






Gerbils 

0 

30 

0 

0 

30 










rt 1 




| ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to. during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal Investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such tx cep Ho ns la attached to this annual report In addition to identifying the lACUOapproved exceptions, this summary )rn 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official } 


s 

AL 

NAME 4 TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

■ 

(DATE SIGNED 

u ftfa 


AP mis i-UKM fv& (Kepraces vs f-URM 1 6-23 (OCT 88), which is obsolete.) 

(AUG 91 ) 









































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
_resu_tn an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


NOV 2 42004 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 32-R-0018 

CUSTOMER NUMBER: 7Qg 


Interagency Report Corfrd No. 


FORM APPROVED 
OMB NO. 0579-003$ 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Indiana University School Of Dentistry 
1121 W Michigan Street Ds S-502 
Indianapolis, IN 46202 


Telephone: (317) -274-5414 


G FAC ' LITY ( US ‘ 311 actus! r we»rch, .eating, or expenmeoiation, or held for these purpose,. Attach additional sheets if necessary , 


IUSD BIORESEARCH FACILITY 


FACILITY LOCATIONS ( Sites ) - See Alached Listing 



REPORT OF ANIMALSUgEOBYORUNDER CONTROL OF RESEARCH FACILITY I Attach additional sheet. if rtecesaarv or u«. APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bead, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y e 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use or 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquifizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquili* 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4, Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 



13. Other Animals 



’ ^ SE55X r^" s ' indudin9 flppropri8,e use * an9S,9,ic a " al9 ^ and d "^ p- * **•«■ - - 

2) Each principal investigator has considered alternatives to painful procedures. 

3) i L°l h fi- n - 9 J.°- t - h ! ,*i^JL^ a “™l UrWer *» * * ^ ^ndards «nd regulars be specified and explained by the principal investigator and ap 

bbe, exp,a a n a r 5 SbT." “ ^ —* * "-W* the -ACUC-approved exceptions, tttis sugary in. 

4) me attending veterinenan for th,s research facility has appropriate apthortty to ensure the provision of adequate ve.ennary care and to oversee the adequacy of other aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



SIGNATURI 


I NAME a TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete ) 


DATE SIGNED 

/// A*/* 


TH* report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

32-R-0019 


CUSTOMER NO. 

778 


Interagency Report Control — ' 

0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

INDIANA STATE UNIVERSITY 
DEPARTMENT OF LIFE SCIENCES 
200 N SEVENTH STREET 
TERRE HAUTE, IN 47809 


3. REPORTING FACILITY (Lisl all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets if necessary.) 



FACILITY LOC ATIO NSfsifesf 


INDIANA STATE UNIVERSITY 
TERRE HAUTE, IN 47809 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addHionat sheets it necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. NoivHuman Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 


C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquil bring drugs were 
used. 


B. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
a nesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

0 + E) 




13. Other Animals 


Eastern chipmunk 


Western harvest mouse 


Prairie Deer mouse 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/30/2004 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which le obsolete 


PART 1 • HEADQUARTERS 


























Tin's report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150, 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

3241-0019 


CUSTOMER NO. 
778 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code ) 

INDIANA STATE UNIVERSITY 
DEPARTMENT OF LIFE SCIENCES 
200 N SEVENTH STREET 
TERRE HAUTE, IN 47809 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
an esthetic .analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


White-footed mouse 


Meadow vole 


Prairie vole 


Pine vole 


Bog lemming 


House mouse 


Meadow jumping mouse 


Eastern chipmunk 


Western harvest mouse 


Prairie Deer mouse 


White-footed mouse 


Meadow vole 


Prairie vole 


Pine vole 


Bog lemming 


House mouse 


Meadow jumping mouse 



TOTAL NO. 
OF ANIMALS 

(Colt. C ♦ 

O ♦ E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of ail the exceptions Is attached to this annual rsport. In 
addition to identifying the I ACU C-appro ved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/30/2004 


APHIS FORM 7023A 
(AUG 91) 


(Replace* VS FORM 18-23 (Oct M), which I* obsolete 


PART 1 - HEADQUARTERS 




















































APHIS Form 7023 Additional Reported Sites 

The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 32-R-0019 

Customer Number: 778 

Facility: INDIANA STATE UNIVERSITY 

DEPARTMENT OF LIFE SCIENCES 
200 N SEVENTH STREET 
TERRE HAUTE, IN 47809 


Site B: 

THCME Animal Facility 
Indiana State University 



This report Is required by law (7 USC 2143). failure to report according to the regulations can 
re&utt In an order to cease and desist end to be subject to penalties as provided for in Section 21! 


UCI 0 4 ZUU4 


Set attached tom) tor 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUNT HEAITN INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT > 


Bioanalytical Systems Inc 
10424 Middle Mt. Vernon Rd 
Mount Vernon, IN 47620 

Telephone: (812) -985-5900 


Interagency Report Control 




1. CERTIFICATE NUMBER: 

32-R-0020 

CUSTOMER NUMBER: 

784 


FORM APPROVED 
OMB NO. 0576-0036 



Same as Item 2 


FACILITY LOCATIONS (Sites) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional shafts ff necectarv or use APHIS Form 7023A ) 

— IIII H I — I ■ — ■■■ "— ■■ 'I f — ■ 


A. 

Animals C ova rad 

By The Animal 
Welfare Regulations 

B* Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for sudt 
purposes. 

C. Number of 
animals upon 
wfwwi vwcrvng, 
research, 
experiments, or 
testa were 
conducted 
involving no pain, 
distress, or use c 
peliwelitvtng 
drugs. 

D. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animate an 
for which appropriate 
anesthetic, analgesic, or 
trenquMzing drugs were 
used. 

E. Number of animate upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or tfstrsss to the. animate and for wh 
the use of appropriate anesthetic, analgesic, or tranqdNi 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, experiments, 
surgery, or tests. ( An expianetion of the procedures 
producing pain or distress m these animate and the reset 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

78 

259 

85 

i 

344 

5. Cats 






6. Guinea Pigs 

8 

27 

14 


41 

7. Hamsters 



. 



8. Rabbits 

6 

142 

0 


142 

9- Non-human Primates 

56 

43 

24 


67 

10. Sheep 






11. Pigs 

2 

21 

43 


64 

12. Other Farm Animals 












13. Other Animate 

























I ASSURANCE STATEMENTS 

1) Professionally ecceplabte standfiros governing the care, treatment. and use of animals, including appropriate use of anestetic. enaipesic, and trenouilizing drugs, prior to. during, and following actual r« 
leaching, testing, surgery, or expe omenta tion were followed by this research facility. 

2) Each principal investigator has considered alternative* tc painful procedures. 

3) This facility is adhering to the sianoaros and regulations under the Act, and it has required thei exceptions tc the standards enc regulations be specified ano explained by the principal investigator and t 
Institutional Animal Care and Use Cornmitiee (IACUC). A summary of all such exceptions is attached to this annual report, fn addition to identifying the I ACUC~ap proved exceptions, this summary i 
brief explanation of the exceptions, as well as the species and number of animals affected . 

4) The attending veterinenan for this research facility has appropriate authority to ensure the provision of eoeouate veterinary care and tc oversee the aoeouecy of other aspects erf animat care ano use. 

I CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

f Chief Executive Officer or Legally Responsible institutional Official ) 


I AULtSI 


oiete.) 


DATE SlGNE 

o 
























This report is required by law (7 USC 2143). Failure to report according to the regulations can |t n \l 
resuft m an order to cease and desist and to be subject to penalties as provided for In Section 21 i ™ v “ 

2 4 2Q^ 

See attached form for 
additional information. 

Interagency Report ConJrc 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 

CUSTOMER NUMBER: 

32-R-0023 

785 

FORM APPROVED 

OMB NO. 0579-0036 




ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


Schering-Plough Animal Health Corp. 
2458 North Chamerlain St. 

Terre Haute, IN 47805 

Telephone: (908) -629-3393 


V REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites } - See Alached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional iheets If necewarv or use APHIS Form 7023 A \ 

' ■»— ■*— 1 — — — — i 


A. 

Animals Covered 

By Tha Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y* 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquifizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+O+E) 

A. Dogs 

O 

I2.lt 

o 

O 

im 

5. Cats 

O 

1 0<2 

O 

O 

I q £ 

6. Guinea Pigs 






7. Hamsters 






3. Rabbits 






9. Non-human Primates 



i 



TO. Sheep 


I 

I 




11. Pigs 






1 2 . Other Farm Animals 












13. Other Animals 














* 











| ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetlc, analgesic, and tranquitizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee <IACUC). A summary of aft such exceptions Is attached to thfs annual report. In addition to identifying the lACUC-approved exceptions, this summary tm 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE 

DIAL 

NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

APHIS FORM 

-23 (OCT 88), which is obsolete.) 


t 


( AUG 91 



















NOV 0 5 2004 

This report is required by law (7 USC 2143). Failure to report according to the regulations can See attached form for Interagency Report Control 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2U additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1, CERTIFICATE NUMBER: 32-R-0027 

CUSTOMER NUMBER: 303 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Indiana University-Southeast 

4201 Grant Line Rd, 

New Albany, IN 47150 



Telephone: (812) -941-2200 



3. REPORTING FACIUTY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS l 

JSED BY OR UNDER C 

CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
expen ments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 


- 




1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 






Frogs 


192 



192 

SprAgiiP-Dpvl py 

Rat- ft 

20 

10 



Rice Rats 

252 . 

236 

143 

0 

379 

I ASSURANCE STATEMENTS 


1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc. 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


I CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

| ( Chief Executive Officer or Legally Responsible Institutional Official ) 


A Tm t nc r* cm no imqtiti mnMAi nrnriAi / nr Onn* i 

DATE SIGNED 

(i x- o y 


APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88), which Is obsolete.) 

( AUG 91 ) 























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 

V'h 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 32-R-0029 

CUSTOMER NUMBER: 25 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Bayer Corporation 

1 884 Miles Avenue 1 

Elkhart, IN 46514 1 

10V 2 

9 2004 


Telephone: (574) -264-8769 




3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y« 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
expen ments, or 
tests were 
conducted 
involving no pain, 
distress, or use u 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, expenments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animats and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 



11. Pigs 


12. Other Farm Animals 


1 } Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animat Care and Use Committee (IACUC). A summary of all such exception* Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) | DATE SIGNED 



























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desisl and to be subject to penalties as pro vided for in Section 21 ! 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


NOV 2 32004 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 32-R-0034 
CUSTOMER NUMBER: 7gg 

Harlan Sprague Dawiey Inc 
P.O. Box 29176 
Indianapolis, IN 46229 

Telephone: (317) -894-7521 



Interagency Report Corifrcf No 


FORM APPROVED 
OMB NO, 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Ataehed Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 

— — 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o* 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or teste were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this reporl 

■ 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


57 



57 

5. Cats 


255 

— 

74 


329 

6. Guinea Pigs 



200 j 


200 

7. Hamsters 






8. Rabbits 



4 


4 

9. Non-human Primates 


70 



70 

10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 

























| ASSURANCE STATEMENTS 

1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inr 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGh 

NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

11 / 8/04 


APHIS FORM 7023 (Replaces VS FORM 1 8-23 (OCT 88), which is obsolete.) 

( AUG 91 ) 
























Harlan Sprague Dawley 
32-R-0034 


Locations 

Species 

10362 County Trunk 

Madison, WI 53517 

County. Dane 

Telephone: 608-437-4971 

Dogs, Cats, Rabbits 

3134 S. Seminole Highway 
Madison, WI 53717 

County: Dane 

Telephone: 608-277-2000 

Cats 

421 Holtzman Road 

Madison, WI 53713 

County: Dane 

Telephone: 608-230-2 1 1 3 

Marmosets, Cats 

2826 Latham Drive 

Madison, WI 53713 

County: Dane 

Telephone: 608-277-2000 

Guinea Pigs 



This fftport J s required by taw (7 USC 2143), Fatiure to report according to the regulations can ^10 V 


eft attached form for 


°r 


interagency Report Control No,: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 32-R-Q035 

CUSTOMER NUMBER: 7 Q 5 

FORM APPROVED 

OM 8 NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Harlan Bioproducts For Science Inc. 

P.O. Box 29176 

Indianapolis, IN 46229 

Telephone: (317) -894-7521 

^^H-ITY t LfS * 3(1 foC3li0n s wnere animals were housed or used m actual research, jesting, or experimentation, or held for thes« purposes. Attach additional sheets if necessary ) _ 

FACILITY LOCATIONS ( Sites } • See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary ot use APHIS Form 7023A 


Animats Covered 
By The Animal 
Welfare Regulations 


Number of 
animals oetng 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y« 
used for such 
purposes. 


4. Gogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8 Rabbits 


I 


9. Non-human Primates 


10. Sheep 


ti. Pigs 


12. Other Farm Animals 


13. Other Animals 


\ 


Number of 
animats upon 
which teaching, 
research, 
expen merits, or 
tests were 
conducted 
involving no pam. 
distress, or use o' 
pain 'relieving 
drugs. 


Number of animats upon 
which expenmen is, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic. analgesic. or 
tranqurlizing drugs were 
used. 


E. Number of animals upon wrntn teaching, ex pen meats, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animats and for wn 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, 
resuits, or interpretation of the teaching, research, 
expenments. surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report }. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


997 


997 



• ) PmtMMyiaiiy accaoiaoi® siancaras governing ma car* -T>atm«nt anauHd animai*. .nouoing aopreDnat* uja or anMtwic. anaigaaic ana tranauitong crujs s nor :o ounng. ana follow.™ acr_ai i*s» 
'ftftovng. testing, surgery or experimentation wan followed by this research facility. 




-acn onnaoui invest; gator rras oonsiaaroo an*rrx\tv** to painful pnoawuraa 


31 Thrs fac:ny •$ achenog to the sunoard* ana regulation* unoer the Act. and i ha* required th« exception* to the standard* and regulations be specified and explained by the onncpai investigator ana ao 
institution* Care ana Use Committee UACUCV A summary of ail *uch ex captions is attached to this annual report. !n addition to identifying the tACJC -approved exceptions *>» sumr-arv at 

snef explanation of the exceptions. as wen as the soeci ** and number of animal* affected. 


41 The attending veterinarian for th<s rWMfoi faculty h«s appropriate authority to ensure the provision of adequate varan nary care ano to oversee the adequacy of other asoed* cf a nmai care anc -se 









Harlan BioProducts for Science 
32-R-0035 


Location 

2019 Sugar River Road 
Verona, WI 53593 
County: Dane 
Telephone: 608-845-5046 


Species 

Rabbits 



This report is required by law {7 USC 2143). Failure to report according to the regulations can 
_fe5u)t m an order to cease and desist and to be subject to penalties as provided for in Section 2t' 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER; 32-R-0038 
CUSTOMER NUMBER; j 694 


The Veterinarians Blood Bank Inc 
1328 West Commerce Street 
Brownstown, IN 47220 

Telephone: (812) -358-9078 


Interagency Report Contr 


FORM APPROVED 
0MB NO. 0579-0036 


NOV 1 8 2004 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR^UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets It necessary or use APHIS Form 7023 A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pjgs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yt 
used for such 
purposes. 


Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizlng drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1 ) Professionally acceptable standards governing the cane, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizlng drugs, prior to, duhng, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of alt such exceptions is attached to thlt annual report In addition to identifying the lACUC-approved exceptions, this summary Int 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



SIGNATURE OF C E O. OR INSTITUTIONAL OFFir.lAl 


NAME & TITLE OF C.E.O OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 

Is cti ci 


APHIS FORM 7023 
( AUG 91 ) 


{Replaces VS FORM t8-23 {OCT 88), which is obsolete.) 






AH Site Addresses for Customer 1694 
The Veterinarians Blood Bank 


1328 W. Commerce St. Telephone: 812-358-9078 

Brownstown, IN 47220 
County: Jackson 

3849 S. State Road 135 Telephone: 812-358-8500 

Vallonia, IN 47281 
County: Jackson 



This report is required by law (7 USC 2143). Failure to report according to the regulations can S®® attached form for Interagency Report Control 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 32-R-0039 

CUSTOMER NUMBER: 1 2271 

FORM APPROVED 1 

OMB NO 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Rose-Hulman Institute Of Technology 
5500 Wabash Ave 


( TYPE OR PRINT ) 

Terre Haute, IN 47803 



Ni 

Telephone: (812) -872-6033 

OV 2 4 2004 

|3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) j 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS 1 

JSED BY OR UNDER C 

:ONTROL OF RESEAR 

CH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) | 

A 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted invofving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+O+E) 

4. Dogs 

0- 






5. Cats 

0 





6. Guinea Pigs 

n 





7. Hamsters 

0 





8. Rabbits 

0 

h' ■— — ■ -!■— H 





9. Non-human Primates 

0 





10. Sheep 

0 





1 1 . Pigs 

0 





12. Other Farm Animals 

0 











13. Other Animals 

0 























| ASSURANCE STATEMENTS 

i 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (1ACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary im 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
< Chief Executive Officer or Legally Responsible Institutional Official ) 


c 



( AUG 91 ) 


FFICIAL 


DATE SIGNED I 

11/23/oJ 


\9 TO 1 vsix iJ 18-23 (OCT 88), which Is obsolete.) 

































This report is required by law (7 USC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 ! 


See attached form for 
additional information. 


Interagency Report Control No> 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 32-R-0040 

CUSTOMER NUMBER: 1 5073 

FORM APPROVED 

OMB NO. 0579-0036 

1 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Evansville Center For Medical Education 
8600 University Boulevard 

Evansville, IN 47712 



Telephone: (812) -464-1831 





FACILITY LOCATIONS ( Sites ) - See Alached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARI 

ZH FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A \ \ 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of a ni mal s upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquil izing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






3. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 
























| ASSURANCE STATEMENTS 

1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of enestetic, analgesic, and Iranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility . 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary Inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN* 


| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL { Type or Print ) 

DATE SIGNED 

7/jj/f 


APHIS F >CT 88), which is obsolete.) 

( AUG 91 ) 




























€>~ ~T 


This report is required by law (7 USC 2143). Failure to report according to the regulations can S®® attached form for Interagency Report Control No.: 

result r an order tc cease and desist and to be subject to penalties as provided for in Section 21 ! additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1, CERTIFICATE NUMBER: 39_R_n<VL1 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OMB NO. 0579-0036 


CUSTOMER NUMBER: \ J7%2 



Northwest Center For Medical Education 


ANNUAL REPORT OF RESEARCH FACILITY 

3400 Broadway 

If n 

{ TYPE OR PRINT ) 

Gary, IN 46408 

0V 2 


Telephone: (988) -889-9999- 



2-1 <?- *7 it> - bO 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expert mentation, or held for these purposes. Attach additional sheets if necessary ) 


Suite 900 (old Building) facility locations < am > - s~ am« us«n g Suite 3029 (new Building) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheet* if necassarv or use APHIS Form 7023A ) 


A. 

Animal* Covered 

By The Animal 
Welfare Regulation* 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D . Number of animalsupon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and lor wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





0 

5. Cats 





0 

6. Guinea Pigs 





0 

7 . Hamsters 

i 




0 

8. Rabbits 


9 

13 


i 22 

L .... .. . 

9. Non-human Primates 





0 

10. Sheep 


. 



0 

11. Pigs 





0 

12. Other Farm Animals 





0 







13. Other Animals 





0 


r 


















I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

ficer or Legally Responsible Institutional Official ) 



NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL ( Tvdg or Print ) 



< AUG 91 ) 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


f. CERTIFICATE NUMBER: 32-R-Q042 
CUSTOMER NUMBER: 12190 


interagency Report Cdnfrot No.: 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Southbend Center For Medical Education 
Indiana University School Of Medicine 
Haggar Hall 
Notre Dame, IN 46556 

SlH 

Telephone: (&«) -631-5375 


NO 1/ 2 6 2004 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


Mr A l n ht\'uYix f 

I'l i/.i I i K ^ 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o* 
pel?vreiievvng 
drugs. 


Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
Iran quizzing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of alt such exceptions Is attached to this annual report, fn addition to identifying the lACUC-approved exceptions, this summary inr 
brief explanation, of the exceptions, as well as the species and number of animats affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O, OR INSTITUTIONAL OFFICIAL 



NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


APHIO. 


*^p\m / 


ir«7f#iciut» vo rwr\wi to-^o \OCT 88), which is obsolete.) 


( AUG 91 ) 


















This report is required by law <7 DSC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided lor in Section 2150 


PEC O720K 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO 


see reverse side lor 
additional information. 


. t ■ l«Vi v.’ ; 

' *'W V • 


Interagency Report Control 
0180-DOA-AN 




5 iiiti “L** ; *- H ’ ! '»*7 * : l' • ,| V' tii V 

. t it ., >r FORM APPROVED 
, t> , 0MB NO 0579-0036 


* T* .*• 

i ' 4 

..t .>• : * V ' 


1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
MettpCSde* } , « 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


"Department of Veterans Affairs Centra 
u Office • •' 

810 Vermont Avenue, N.W. 

Washington, DC 20420 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research,, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets if necessary ) 


FACILITY LOCATIONS (Sites) 


VA Medical CEnter (583/151) 
1481 W. 10th Street 


Indianapolis, IN 46202 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A.) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

4. 

Dogs 

5. 

Cats 

6. 

Guinea Pigs 

7. 

Hamsters 

8. 

Rabbits 

9. 

Non-human Primates 


B. Number ol 
animals being 
bred, 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 


Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pam- 
relieving drugs. 


Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely aflected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report ) 


TOTAL NO. 
OF ANIMALS 


(Cols. C + 
D + E) 


10. Shee 


11. Pias 


12. Other Farm Animals 



13. Other Animals 


.Mice 

Rats 




62 


750 


21 22 

1 18 

O' 

2 24 a 

21 56 

67 

0 

2223 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use ol animals, including approriate use ol anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) . Each principal investigator has considered alternatives to painful procedures 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC) A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation ol the exceptions, as well as the species and number ol animals affected. 

4) Ttie attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy ol other aspects of 
animal care and use 


CERTIFICATION BY IIEADQU ARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that fhe above is true, correct, and complete (7 U S C Section 2143) 

NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


tv/is/oi 




APHIS l-UHIVI /U*d 

(AUG 91) 


(Heplaces VS HJHM 18-23 (UGl 88). wnicn IS ODSOlele ) 


PART 1 - HEADQUARTERS 


























